RJR CIGARETTE PLANOGRAM 

51847 1611 


Little Falls Shop Rite 


12' In-Line Carton Setup (high profile) 



Nov. 1997 i 
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RJ Reynolds Tobacco Company 
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R.J. Reynolds Tobacco (confidential) 


11/21/97 
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